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June 2lst , 707 


Sirs 
Your letter of the 20th instant reporting bids received for 
three old engines, six old boilers and grate bars has been received. 
Your acceptance of the ideoe Messrs. A. Purves & Son for 
the three engines, viz: $875, $425 and $75, and for six boilers 
$355 is approved. Also the acceptance of the bid of John Schrader 


for old grate bars at $7.50 per ton. 


Very respectfully, 


he eC" 






Director of the Mint< 
Hon. Daniel M, Fox, 
Superintendent, U.S, Mint, 


Philadelphia, Pa, 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
June 21, 1887 


Sir: 


Your letter of the 20th instant reporting bids received for three old engines, six old boilers 
and grate bars has been received. 


Your acceptance of the bids of Messrs. A. Purves & Son for the three engines, viz: $375, 
$425 and $75, and for six boilers $355 is approved. Also the acceptance of the bid of John 
Schrader for old grate bars at $7.50 per ton. 


Very respectfully, 
James P. Kimball 
Director of the Mint. 


Hon. Daniel M. Fox, 
Superintendent, U.S. Mint, 
Philadelphia, Pa. 


